TABLE IV-ZS (Coat)
PROJECTS WITH ENVIRONMENTAL CONTROL ASPECTS

Project/Elemem Title

Algae Systems Study

Energy Farm

Direct Combustion - Forest Energy Program

Notes;

NBS

OTEC

SGFM

SHACOB

SPS

WECS

RFP

-  National Bureau of Standards

-  Ocean Thermal Energy Conversion

-  Synthetic Gas from Feedstock Material

-  Solar Heating & Cooling of Buildings

-  Solar Power System

-  Wind Energy Conversion System

-  Request for Proposal
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